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Message Text 


LIMITED OFFICIAL USE CASABLANCA 0793 

DEPT EOR A/SY/OPS/T, ROME FOR RSO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJ: WALK-THROUGH METAL DETECTORS SENTRIE MODEL FS-2W 

REE: (A) CASABLANCA 0159 (B) CASABLANCA 0284 (C) ROME 8772 
(D) ROME 9047 (E) STATE 123476 (E) CASABLANCA 776 
(G) CASABLANCA 0784 

1. RTC CASABLANCA HAS REQUESTED RECENTLY A 
NUMBER OF WALK-THRU METAL DETECTORS FOR ITALY. 

TO ELIMINATE ANY CONFUSION HERE IS A LIST OE 
REQUIREMENTS. 

2. EOR ROME: ONE FOR ANNEX BUILDING REF (A), ONE EOR 
CONSULAR SECTION REE (E). 

3. EOR TURIN: ONE REF (B) THIS UNIT SHOULD BE 
IN TRANSIT PER REE (E). 

4. FOR MILAN: ONE REF (F) THIS UNIT SHOULD BE IN 
TRANSIT PER REF (E). 

5. FOR VALETTA MALTA: ONE REQUESTED REF (G). 
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6. THUS TWO UNITS ARE NEEDED IN ROME AND ONE 
IN MALTA. KUNIHOLM 
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